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E.O. 11652: N/A 
TAGS: ANZUS, OVIP, NZ 

SUBJECT: VISIT OF DEPUTY SECRETARY ROBINSON 

REF: STATE 168290 

1 . IN ADDITION TO CALLING ON INDIVIDUALS LISTED IN REFTEL, 
DEPUTY SECRETARY ROBINSON WOULD LIKE TO MEET WITH LEADER 
OF OPPOSITION ROWLING. IF EMBASSY CONCURS REQUEST MEETING 
BE ARRANGED. IMMEDIATE REPLY REQUESTED. ROBINSON 
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